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It appears improbable that tnis inoident has an astrono= 


mical explanntion, If the e 


could not have voen a fi: 
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tively slow. sposd do not 


neteors Lack 


thesis. 


ihe dosoription answors that of a lighted balloon rula. 


tively close by. 


Dr HYNEK'S EVALUATIONS EXTRACTED FROM PROJECT GRI 
INCIDENT INDEX 


Astronomical 


a. Eigh probability: 
#26, 27, 30, 31, 32, 33, 34, 48, 49, 59, 60, 65, 69, 70, 94, 
95, 96, 97, 98, 101, 102, 103, 104, 116, 119, 132, 136, 140, 
147, 148, 158, 174, 184, 185, 187, 197, 203, 204, 208, 216, 
212, 238. 


b, Fair or low probability: 
19, 20, 23, 24 35, 38, 
112, 120, 12 130, 


199, 202, 201 20, 230, 24 


Nou-astrononical tut iggestive of other explanations 


As Balloons or ordinary alroraft: 
#3, 11, 22, 41, 42, 53, 
126, 131, 138, 141, 145, 
169, 171, 175, 176, 180, 
200, 201, 209, 210, 2 
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0, Misoellansous (reflections, auroral 


39, 89, 123, 124, ] » 146 5 l 


Mon-astronowloal, with no explanation evident 


a, Lack of evidence preoludes explanations 
#38, 44, 45, 47, 55, 57, 72, 86, 47, 88, 90, 
5 159, 177, 179, 


>», Evidence offered suggests no explanation: 


21, 25, 37, 40, 51, 62, 58 
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